X   KAY   APPARATUS  AND   ITS  MANIPULATION.
them forth.    It,  may  be  of interest to note that a duplicate of the above described set of apparatus was presented
by the General Electric Company to the  United States government for the hospital ship " Relief" sent to Cuban
waters. picture, tl is in all rases desirable to use sensiti/ed plates w lapped in black and orange paper, rather than to put them in plate holders. Sensitized plates, already wrapped, art* wild hv photographic supply dealers. Plates so wrapped can br brought intu closer contact with the patient and enable tltr oprialnr t*> make a much clearer picture than wotdd otherwise br pro, clucecl. An object placed at a distance ol quarter ol an inch from the plate will be much enlarged, and ttii8* enlargement will be .still further magnified and the outlines u ill bf.less. distinct; the further it is away from the plate.
